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Congressional  Score  —  One  Won  and  One  Lost 

As  \M‘  g<»  lo  j)ifss.  wold  lias  been  received  that  the  highly  eontroversial  Hanford  NPR  power 
realtor  program  has  been  defeated  by  a  vole  of  235  to  1(H.  Eleventh-hour  efforts  to  reach  a 
(oinpromise  on  the  ffanford  reactor  remain  unsiutesslnl.  Several  programs  that  were  suggested 
seem  to  be  less  appealing  even  lo  proponents. 

.\n  ameiulment  to  the  catch-all  public  works  money  bill,  whith  would  delete  funds  for  the 
leileral  transmission  lines  of  the  Upper  (k)lorado  project,  was  ilefeated  by  a  vole  of  22t  to  182. 

I.asi  minute  pushes  by  RE.\  and  administration  leaders  seem  to  have  accounted  for  this  tleci- 
sion.  Representative  Rhotles  of  .Vri/ona  stood  as  the  only  Westerner  sup|M)rting  the  amendment. 

In  New  Volk,  the  Edison  Electric  Institute  has  made  public  the  private  industry's  transmission 
plans  through  1970.  The  plans  call  for  spetuling  .S8  billion  prior  to  1970,  which  will  increase  the 
investor-owneil  electric  tonijianies’  investment  from  $0.7  billion  to  $11  billion  in  transmission 
planned.  In  explaining  the  plans,  Philip  Pleger,  president  of  EEI,  said  that  by  1970  he  ex|K*cted 
that  all  major  power  systems  in  the  country  would  be  operating  on  an  interconnected  basis. 

.Southern  (California  Edison  and  .San  Diego  (ias  X:  Electric  have  announced  a  joint  venture  in 
a  $78  million  mu lear-l ueled  steam-electric  generating  plant  to  be  built  midway  between  the 
Edison  and  .San  Diego  loatl  centers.  Westinghouse  will  supply  the  reactor  and  steam  etpiip- 
ment  lor  the  .375,000-kw  generator.  Ehe  plant  is  largetcxl  lor  operation  by  July  1905.  Partici¬ 
pation  in  the  venture  by  .San  Diego  (ias  &:  Electric  will  amount  to  29'Ct . 

Konneville  Power  Adininistralor  Charles  F.  Lute  has  announced  that  BP.\,  the  (Corps  of  En¬ 
gineers  and  all  nonlederal  hydrogenerating  utilities  in  the  Patilit  Northwest  are  near  comple¬ 
tion  of  a  coordination  agreement  which  will  optimize  the  |M)wer  output  of  the  region’s  power 
plants.  Under  the  agreement,  downstream  generating  utilities  benefiting  from  water  storage 
at  lecleral  upstream  dams  would  pay  the  federal  government  $I,I00,()()()  during  the  coming 
\ear.  On  the  same  principle,  nonlederal  storage  owners  would  receive  lesser  amounts  paid  bv 
and  among  the  various  noidederal  owners  downstream. 

l.uce  described  the  agreement  as  unicpie  because  it  is  the  only  time  an  area-wide  hydro  sys¬ 
tem  has  been  fidly  coordinated  w  ith  a  variety  of  owners  panic  i|>ating  voluntarily,  without  any 
losing  its  identity  or  sacrilicing  management  and  contiol  of  its  system. 

Electricity  will  be  drainalized  in  a  $2.50,000  exhibit  by  the  stale's  electric  ulililic's  in  the  1902 
•Seattle  World's  Fair,  opening  next  .April.  Highlighting  the  exhibit  will  be  a  large-scale  model 
clam,  with  a  ramp  lo  direct  visitors  along  a  series  of  displays  depicting  the  jiast,  present  and 
luiure  of  electricity.  From  the  ramp  visitors  will  be  able  to  look  clown  on  a  huge  relief  map 
of  thcc  stale,  containing  an  electrical  display  activated  by  |)ushing  buttons.  .Additional  exhibits 
at  the  end  of  the  ramp  will  show  uses  of  electricity  in  the  home,  on  the  larm,  in  business  and 
induslrv. 


WHAT'S  GOING  ON  IN  PCEA 
21st  IN  A  SERIES 


Booming 

Sales 

Ahead! 


By  R.  |.  Phillips,  Chaiiniaii,  Business  Deselopnient  Section,  PCEA;  Vice  President  Charge  of  Sales,  San  Diego  Cias  ft  Electric  Co. 


It  requires  very  little  eye  strain  as  we  look 
into  the  future  to  see  the  tremendous  sales 
potentialities  which  lie  ahead  for  the  electrical 
industry.  Any  doubt  that  the  nation  as  a  w’hole 
and  the  West  in  particular  will  see  spectacular 
gains  in  population  and  family  income  has  been 
completely  dispelled  by  recent  developments.  With 
these  gains  in  prospect  we  can  certainly  expect  a 
much  higher  standard  of  living  and  the  creation 
of  new  and  greatly  enlarged  markets  for  all  sorts 
of  electrical  products  and  services. 

We  must  not  forget,  how’ever,  that  there  is  a 
host  of  other  industries  as  fully  aware  of  the  sales 
potentials  as  the  electrical  industry  and  equally 
determined  to  secure  as  much  of  the  market  as 
possible.  It  is  with  these  things  in  mind  that 
the  Business  Development  Section  of  the  Pacific 
Coast  Electrical  Association  is  sharpening  its 
sales  w'eapons,  forging  new'  ones  and  renew'ing 
its  armor  for  the  battle  of  competition  which 
even  today  dins  in  our  ears. 

In  viewing  this  potential  competition  w'e  find 
our.selves  in  the  highly  enviable  position  of  having 
a  better  product  backed  up  by  the  integrity  of 
one  of  the  largest  segments  of  our  free  enterprise 
economy.  But  we  must  bew'are  that  this  enviable 
position  does  not  give  rise  to  a  complacent  atti¬ 
tude.  Remember  that  Goliath,  who  relied  upon  his 
size,  his  armor  and  the  fear  that  he  had  in.stilled 
into  the  w'hole  countryside  and  who  saw  fit  only 
to  accept  things  as  they  were,  gave  way  to  David, 
the  lad  with  an  idea. 


PACIFIC  COAST  ELECTRICAL  ASSOCIATION 

Questions  and  suggestions  on  any  PCEA  activity  are  invited. 

530  West  6th  Street,  les  Angeles  M  •  681  Market  Street,  San  Francisco  5 
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Because  of  the  high  cost  of  road  relocation  (Chelan  (lounty  PUD  is  restiulying  plans  lor  a 
projjosed  1 80,()()0-kw  hydro  development  on  the  Wenatchee  River.  The  original  proposal  called 
lor  construction  of  a  diversion  dam  about  200  ft  high  in  Tumwater  (lanyon.  A  study  by  the 
state  highway  department,  however,  has  shown  that  rehnation  of  a  highway  along  the  river 
through  the  canyon  would  cost  at  least  S7  millimi  lor  the  200-tt  height.  A  lower  dam  that 
would  not  require  road  relocation  is  now  being  considered  and  may  prove  to  be  the  solution 
to  the  relot ation  problem. 

B.  U.  Electric  Uo.,  as  a  new  (aown  cor|)oration,  has  effected  annual  savings  of  .S300,(MM> — 
Dr.  .Shrum,  new  chairman  of  the  board,  will  receive  .$40,000  per  annum,  $55,000  less  than  the 
late  A.  E.  “Dal"  Cirauer  received  in  the  same  post.  Dr.  (i.  U.  Purily,  who  succeedetl  Dr. 
(irauei  ,  has  been  reduced  in  salary  fnmi  .$00,(K)0  to  $.$5,000  annually  and  to  the  position  of  vice 
president  in  charge  of  operations.  .Similar  cuts  throughout  the  organization  bring  the  total  to 
$$00,000. 

Plans  to  cut  residential  rates  by  lO^J  and  commercial  rates  by  b'7(  were  iliscussed  by  the  B. 
C.  Electric  prior  to  its  being  taken  over  by  the  B.  (;.  government,  re|K)rted  .\.  Bruce  Robert¬ 
son,  Q.  U.,  who  retired  as  senior  vice  president  when  the  government  t(K)k  over.  Premier  Ben¬ 
nett  hail  previously  stated  the  company  was  planning  on  int teasing  rates,  though  this  state¬ 
ment  was  denied  by  former  B.  U.  officials  and  directors. 

Premier  Bennett  has  been  forced  to  back  down  and  agreed  to  offer  $104  million  in  25-year 
government  bonds  to  holders  of  B.  U.  Electric  preferred  stoik.  The  original  ileal  of  perpetual 
bonds  for  preferred  stock  caused  a  storm  of  protest  that  continued  even  though  the  govern¬ 
ment  refuseil  to  take  action  for  several  weeks. 

Premier  Bennett’s  plans  for  development  on  the  (Columbia  are  beginning  to  clear.  B.  (;.’s 
Uolumbia  River  power  benefits  would  be  sold  to  the  United  States  at  five  mills  per  kwh.  This 
woidil  amount  to  an  annual  income  of  some  $$$  million,  sufficient  income  to  build  High  .\r- 
row,  .Mica  anil  Duncan  Lake  Dams. 

1  he  big  question  is  whether  Bennett  can  find  a  market  for  five-mill  power  in  the  states. 
B.  U.  observers  have  considerable  doidrt  whether  Bennett  can  find  a  five-mill  customer  in  the 
.San  Francisco  area,  a  market  area  he  favors. 

With  income  from  the  Uanailian  share  of  downstream  benefits  creating  dams  in  (Canada  at 
little  or  no  cost,  Bennett  would  be  free  to  pursue  the  ilevelopment  of  the  Peace  Rivtr.  Initial 
cost  of  the  Peace  ilevelopment  is  set  at  about  .$4,$()  million,  with  ultimate  ilevelopment  some¬ 
where  around  $(!$()  million.  BUT  there  is  some  question  as  to  whether  these  figures  include 
an  estimated  $100  million  cost  for  clearing  the  lake,  an  area  of  800  sq  miles.  This  creates  a 
dilemma  for  the  government  authorities.  Ulearly,  a  hundred  million  dollars  will  upset  the 
government’s  promised  cheap  Peace  River  power.  If  the  ginernmenl  decides  not  to  clear  the 
reservoir,  it  will  be  backing  down  on  its  own  demands  for  clearing  projects  where  private  in- 
ilustrv  has  been  involved. 

The  British  Information  Services  informs  us  that  a  compound  has  been  developt*iI  which  re- 
jrells  birils  by  creating  a  feeling  of  inseiurity  in  the  bird’s  psyche.  Receiving  frowning  approval 
from  the  Royal  Society  for  the  Prevention  of  ('.ruelty  to  .\nimals,  Britains  hope  that  the  new 
compound  may  solve  the  problem  of  keeping  Ford  Nelson’s  column  in  rrafalgar  .Square  clean. 

The  .\merican  manufacturer  is  Neil  Maclean  Co.  Inc.  of  Belmont,  Calif.  Tests  are  under 
way  to  determine  whether  .\merican  birds  are  sidqect  to  the  same  psychological  bamlK>o/ling 
as  their  Euro|)ean  cousins. 

Recent  statements  and  activities  of  Western  I'nion  make  it  appear  that  it  mav  be  alxuit  to 
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betonie  a  (onipetitor  of  A'l'fcT  in  supplying  some  common  carrier  communications  services, 
riiese  will  probably  be  largely  ot  an  interstate  nature  ami  will  consist  of  leased  w'ire  facilities 
for  private  use,  which  will  include  high  rate  te  legraph  or  bit  information,  wide  band  suitable 
for  facsimile,  multiplexing  of  some  types  and,  of  unusual  interest,  conventional  voice  channels. 
Otldly  enough,  it  is  likely  that  some  of  the  channels  will  be  leased  from  .\T&:T  or  secured  on 
some  type  of  exchange  basis. 

Southern  (California  Edison  (Co.  has  announced  that  average  usage  of  its  company-owned  heli¬ 
copter  was  ()7  hours  per  month,  with  the  peak  months  running  to  1 10  hours,  acconling  to  an 
analysis  of  the  first  year’s  operation. 


WESTERN  GROWTH 

.\  new  outdoor  generator  went  into  service  .\ug.  1  at  Hawaiian  Electric  (Co.’s  W’aiau  power 
plant  on  the  shores  of  Pearl  HarlKtr.  Rated  55,000  kw,  it  brought  the  total  capacity  of  the 
W'aiau  plant  to  245,000  kw,  while  generators  at  Heco’s  main  power  location  in  downtown 
Honolulu  have  a  combined  capacity  of  210,000  kw,  giving  Heco  a  total  capacity  of  455,000  kw. 

riiese  two  generating  hxations,  about  eight  miles  apart,  will  soon  be  joined  by  a  third,  about 
12  miles  beyond  W’aiau,  in  the  secluded  Kahe  X’alley  near  the  new  Barber’s  Point  Industrial 
Park,  a  s[K)t  where  Heco  later  hopes  to  builil  a  nuclear  power  jilant. 

The  first  of  two  II,.4(M>-kw  gas  turbine-generator  |K)wer  plants  is  scheduled  to  go  into  ser¬ 
vice  next  Nov.  15  at  the  Tracy  substation  of  the  Sierra  Pacific  Power  (Co.,  17  miles  northeast 
of  Reno,  Nev.,  it  was  announced  recently. 

Westinghouse  will  supply  the  twin  units,  both  self-contained  and  controlled  automatically, 
(»n  a  “turnkey”  basis,  which  includes  installation.  The  second  ll,30()-kw  gas  turbine-genera¬ 
tor  package  unit  will  be  in  operation  at  the  Tracy  substation  during  the  second  half  of  1962. 
Both  power  plants  will  be  tied  into  the  electric  system  of  Sierra  Pacific  Power,  which  serves 
wc^st  central  Nevada  and  the  eastern  Sierra  region  of  (California.  Unattended,  the  plants  will 
be  operated  from  remote  locations  when  needed  to  supply  electricity  to  meet  peak  seasonal 
ilemands. 

S<mthern  (California  Edison  (Co.  has  filed  an  application  with  the  (California  Public  lUilities 
(Commission  lor  authority  to  construct  a  fourth  unit  at  its  Etiwanda  steam-electric  generating 
station.  Edison  proposes  to  build  another  310,()()0-kw  generating  unit  at  a  cost  of  nearly  S37 
million,  according  to  James  F.  Davenjx)rt,  executive  vice  president.  He  said  a  “sister”  unit— 
Etiwanda  No.  3— was  given  PITC  approval  in  .May  and  construction  has  now  started. 

In  its  application,  Edison  said  the  addition  would  be  needed  in  the  fall  of  1963  because  of 
the  rapiil  increase  in  the  use  of  electric  power  in  southern  California. 

(Commercial  operation  of  Unit  No.  3  is  scheduled  for  .May  1963,  Davenport  said.  Given  the 
authority  to  start  immediately,  Edison  expects  Unit  No.  4  wouhl  be  ready  for  operation  in 
October  1963. 

MANUFACTURERS  &  DISTRIBUTORS 

.Maydwell  Hart/ell  Inc.  announces  that  Frederick  A.  Mulvany,  who  has  been  president  for 
many  years,  will  retire  on  .Sept.  30,  1961.  William  H.  Mordy  has  been  elected  as  his  successor. 
It  was  also  announced  that  George  CC.  Tenney,  president  of  .McGraw-Hill  (Co.  of  (California,  has 
been  elected  a  director. 

William  .Mordy  is  a  director  of  several  companies  and  has  been  lK)ard  chairman  of  .Mayd¬ 
well  &:  Hart/ell  Inc.  for  the  past  two  years. 

(Ceorge  Tenney  recently  retired  as  a  senior  vice  president  of  .Mc(iraw-Hill  Publishing  (Co. 
Inc.  He  has  been  editor  and  publisher  of  Ei.kciricai.  Wksi  and  eilitor  of  other  .Mc(iraw-Hili 
publications. 

Westinghouse  Electric  (Corj>.  has  announced  a  new  line  of  potential  transformers  (type  .VP'F). 
25  thrr)ugh  t)9  kv.  The  .\P  F  line  supersedes  the  type  OPT  potential  transformer  and  will  sell 
for  S8()  to  $160  less. 
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Fumio  Iwashita,  69 -year-old  president  of  Tokyo  Shibaura  Electric  Clo.,  generally  known  as 
Toshiba,  recently  told  a  V^ancouver,  B.  C^,  group  that  in  the  realm  of  consumer  gootfs  color 
TV'  was  the  most  significant  development  in  the  immediate  plans  of  his  company,  which  has 
55,000  employees  in  its  20  plants.  He  said  at  present  costs  for  color  sets  in  Japan  were  twice 
that  of  the  United  States  but  he  believed  that  research  and  mass  production  would  rapidly 
change  this  situation. 

To  devote  his  full  energies  to  his  recent  assignment  to  direct  the  work  of  the  Uhurch  ol 
Jesus  C^hrist  of  Latter-day  Saints  in  the  South  Pacific  Islands,  John  Longden  of  Salt  Lake  City 
resignetl  as  branch  manager  of  the  H.  K.  Porter  Co.  Inc.,  National  Electric  Division.  Longden 
has  been  an  assistant  to  the  Twelve  Apostles  of  the  .Mormon  church  for  some  years.  He  has 
been  the  National  Electric  Protlucts  manager  in  Salt  Lake  for  some  15  years  and  before  that 
was  branch  manager  of  W'estinghouse  Elec  tric  Supply.  James  \.  Thompson,  formerly  of  Ciray- 
bar,  has  been  named  the  Salt  Lake-Boise  branch  manager  by  the  Porter  company. 


MARKET  DEVELOPMENT 

Sales  of  major  elcTtrical  household  appliances  reported  by  NE.M.V  Statistical  Review  for 
.Vugust  for  the  first  six  months  of  1961  totaled  L686,.H(M)  refrigerators,  192,.'{60  freezers,  799,- 
709  electric  ranges,  37t,2(M)  water  heaters.  288,799  dishwashers,  .S87,999  fcKx!  waste  disposers 
and  1,199,809  rocmi  air  conditioners.  Room  air  conditioners,  dis|M>sers  and  dishwashers  each 
showed  a  slight  increase  over  1969  for  the  same  pericMl;  the  others  a  slight  decrease.  By  per¬ 
centages  in  Western  states  California  led  the  nation  in  number  of  built-in  electric  ranges  — 
15.7'f.  Free-standing  range  percentage  was  1.8,  refrigerators  IL-Ll^f,  water  heaters  b'/c, 
Iree/ers  6.8^.  Oregetn's  percentages  of  the  nation  totals  were:  free-standing  ranges  2.4,  built- 
ins  2,  refrigerators  I,  water  heaters  i.2,  freezers  1.4.  Washington’s  percentages  were:  standing 
ranges  3.36^,  built-ins  2.5,  refrigerators  1.4,  freezers  2.7.  (Colorado’s  were:  free-standing  1.65, 
built-ins  1.99,  refrigtTators  1.97,  wateT  heaters  0.17.  freezers  9.8.  .Vrizona  had  2A*'/f  of  the  built- 
in  ranges. 

Elextricity  Powers  Progrt'ss  will  be  the  theme  for  National  Electrical  W’eek,  Feb.  11-17,  1962. 
Harold  .\.  Webster,  president  of  N’EC.-V,  will  'igain  be  chairman  of  the  national  committee  for 
observance  and  pidiliciiy  of  the  week. 

In  an  obvious  potshot  at  the  gas  utilities’  “balanced  jxiwer”  advertising  theme.  Southern 
(California  Edison  retorted  in  its  newspaptT  ads  last  month:  “Why  be  half-electric  when  the 
future  is  all-electric?”  Edison  thus  sharply  rebidfed  an  ostensible  bid  by  the  gas  companies 
for  jjeaceful  co-existence. 

.Vpparently  the  gas  companies  have  conceded  that  there  is  little  chance  for  gaslights  to  make 
a  comeback  and  have  allowed  in  their  “balanced  |K)wer’’  camj)aign  that  “adecpiate  wiring”  was 
a  g<H)cl  thing,  tcxc.  However,  Edison  was  not  prepared  to  declare  that  gas  was  essential,  espe- 
c  iallv  not  for  ranges,  clothes  dryers,  air  conditiont'is,  water  heating  or  home  heating. 


CONTRACTORS  ACTIVITIES 

.\  strike  by  one  Icxal  (1981)  of  the  seven  IBEW  units  of  Kenneeott  (Copper  (Corp.’s  W’estern 
oj)erations,  the  only  one  of  19  union  hnals  of  all  crafts  employed  at  the  lUah  mine  and  smelter 
operations,  and  involving  only  188  electricians,  caused  the  shutilown  of  mine,  mill  and  smelter 
and  the  layoff  of  some  6,999  employees  for  most  of  last  month  and  this.  This  one  local  refused 
the  same  agreement  that  all  the  others  accepted,  holding  out  for  more  pay  and  fringe  benefits 
than  the  others.  .Such  a  shutdown  of  one  of  IT  tab’s  principal  industries  was  a  serious  blow  t«) 
the  ec(»nomy  of  the  Salt  Lake  valley. 

(ilen  E.  .4rbogast,  for  half  a  century  one  of  the  predominant  figures  in  the  electrical  con¬ 
tracting  business  in  the  West,  died  of  heart  attack  just  short  of  his  77th  birthday,  Aug.  24,  in 
Eagle  Rock,  (Calif.  From  electrician’s  helper  in  199.3,  he  advanced  to  president  of  N'ewberv 
Electric  by  1918  and  in  1921  bought  out  F.  E.  N’ewbery.  In  1949  he  became  chairman  of  the 
lK>ard  while  his  son  Richard  became  president.  .Vnother  son.  W'cxxlrow',  later  became  presi- 
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dcnl  <)l  the  Arizona  company.  The  contracting  tamipany  lias  made  major  electrical  installa¬ 
tions  in  South  .\merica,  .\laska,  .Mexico  and  other  parts  ol  the  worUl  as  well  as  some  of  the 
largest  in  the  \Vt“st.  (ilen  .\rbogast  serveil  as  president  of  Southern  California  Electragists,  as 
NEC.\  was  then  known,  and  of  a  number  of  civic  and  industry  organizations.  He  was  named 
.Man  of  the  ^’ear  by  the  Los  .\ngeles  (ihamber  of  Commerce  in  1953. 

A  joint  venture  of  Howard  P.  Foley  Co.,  Salt  Lake  (iity,  and  jelco  Inc.  of  the  same  city  will 
buihl  a  .3(K)-mile,  345-kv  aluminum  coiuluctor  distribution  line  between  .\rizona  Public  Service 
Co.’s  power  plant  at  Four  Corners  in  New  .Mexico  and  Phoenix. 

Industry  funds  set  up  as  part  of  a  wage  increase  package  have  become  common  in  the  con¬ 
struction  imlustry.  .4  meeting  of  those  particularly  interested  in  siuh  industrv  funds  has  been 
suggested  along  with  the  National  C'onstructors  .\ssn.  meeting  in  San  Francisco  .Sept.  20  and 
21.  riiis  meeting  will  be  held  prior  to  it  on  Sept.  19  at  the  Del  Webb  I'own  House  .Motor 
Hotel.  It  will  imlude  those  interested  from  all  branches  of  the  construction  industry. 

Power  City  Construction  K:  Etpiipment  Co.,  one  of  the  largest  transmission  line  contracting 
films  in  Washington,  has  been  purchased  from  Roy  J.  lohnson,  who  is  retiring,  by  Charles  F. 
Walters,  who  has  been  associated  with  him  for  the  past  six  months,  johnson  remains  chair¬ 
man  of  the  board  in  an  advisors  capacity  aiul  H.  R.  (.ustafson  remains  as  chief  engineer.  The 
linn  is  currently  building  a  Ronneville  line  over  .Smupialmie  Pass  in  the  (iascade  .Mountains 
umler  a  S7(K>,()(K)  contract. 

ASSOCIATION  REPORTS 

Nationalization  of  the  fringe  items  in  lalxn  agreements  will  be  one  of  the  major  (juestions 
brought  before  the  board  of  governors  and  subseipiently  the  membership  of  the  National  Elec¬ 
trical  Contractors  .\ssn.  at  its  bOth  anniversary  convention  in  AVashington,  D.  C.,  Oct.  9-14.  For 
some  years  the  first  such  national  agreement  on  a  cooperative  program  with  IBFW  for  sup¬ 
port  of  its  pension  fund  has  been  foreseen  to  be  imuletpiate.  I  he  present  I9r  <>f  productive 
labor  pay  roll  contribution  by  contractors  will  not  take  tare  of  the  increased  number  of  re¬ 
tirements.  One  plan  proposeil  at  the  Tri-District  .Meeting  of  NFC.\  was  that  a  t)^  assessment 
be  set  up  in  all  IBFW  lalxir  agreements.  This  woulil  cover  increase  in  pension,  add  to  it  health 
and  welfare,  a|>prenticc‘ship  and  journeyman  training,  an  industry  fund  and  for  general  admin¬ 
istration.  Pension  fund  would  be  3^,  health  and  wellare  1.74''v,  apprentiteship  .3^,  industrv 
lunil  .9'r,  and  .Oti^f  for  general  administration.  I'his  proposal  has  been  debated  in  chapter 
meetings  and  some  action  on  it  is  expected  at  the  convention. 

(irowth  in  size  and  importance  of  the  National  .\ss(H'iation  of  Lighting  Maintenance  Con¬ 
tractors  was  evident  at  that  group’s  annual  cotivention  in  Las  \'egas,  Nev.  However,  Western 
member  attendaiue  was  disappointing  despite  the  bringing  of  the  convention  \\’est  for  their 
accommodation.  Two  Far  \\’estern  members  were  elected  to  office.  Lin  Best,  Best  Fluorescent 
.Maintenance  (io.  of  lemple  City,  Calif.,  was  elected  vice  president  and  William  (!.  .\brams, 
Fvereaily  Flet  trie  (io.,  San  Francisco,  secretary  and  treasurer.  The  president  is  Eugene  St.  Jean 
of  Springfield,  .Mass.  N'.\LM(^  now  consists  of  IK)  independent  comjjanies  who  clean,  repair 
and  relamp  fixtures  on  a  contractural  basis.  Cirowing  importance  was  |jredictetl  because  of  the 
450  million  fluorescent  lamps  in  use  by  commercial  and  industrial  buildings.  .Vlthough  inter¬ 
state  joint  venture  contracts  for  large  national  clients  were  discusseil,  coidlitting  state  laws,  la¬ 
bor  rates  and  fringes  and  tlifficulty  in  guaranteeing  such  nation-wide  service  were  pointed  out 
by  .\brams  in  his  talk.  The  meeting  was  addressed  by  national  leaders,  among  them  .Marshall 
\\'aterman,  Westinghouse  Lamp  Division,  Bloomfield:  \\’alter  Becky  of  (ieneral  Electric,  Cleve¬ 
land:  I<>e  Sdmeller,  Jefferson  Electric,  Bellwood:  Leo  Duval  Jr.,  .Sylvania,  Salem. 

Lighting  Progress  Ex)M>sition  featuring  “Lighting  for  the  .Space  .\ge”  will  be  the  Electric 
League  of  .Southern  California’s  first  major  trade  show  devoted  exclusively  to  lighting.  It 
will  run  from  Oc  t.  3-5  at  the  Hollywood  Palladium  with  special  emphasis  on  how  lighting  can 
be  made  to  save  and  make  money  in  industrial,  commercial  and  residential  remodeling  as  well 
as  new  construction,  according  to  .Mel  Ci.  Kennedy,  league  executive  \’P.  The  show  has  the 
active  jjarticipation  of  the  specialists  of  the  .Southern  C.alifornia  Edison  Co.,  Los  .\ngelcs  De- 
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parinicnt  of  Water  &  Power,  Los  Angeles  Chapter,  NtCA,  manufacturers  of  lamps  and  lighting 
equipment  and  the  Association  of  Consulting  Engineers.  With  the  show  will  be  daily  forums 
at  3  ami  7  p.m.  Will  S.  Fisher  of  Ci-E,  Nela  Park,  will  handle  one  on  “Space  Conditioning  for 
Offices  and  Stores”  on  Oct.  3;  William  F.  Blitzer,  Lightolier  Co.,  on  “Lighting  for  Tomorrow’s 
Living  Today,”  0(t.  1;  Milton  Buzan,  Day-Brite  Lighting,  on  “Light  as  a  V'^ital  Ingredient  in 
Industrial  Prcnluction,”  Oct.  5. 

Chark's  L.  Amick,  Day-Brite  Lighting,  St.  Louis,  director  of  research,  is  the  first  nationally 
known  speaker  to  cover  the  Illuminating  Engineering  Society’s  circuit  of  the  South  Pacific 
Region.  Success  of  the  sequence  of  meetings  among  the  chapters  and  sections  of  lES  last  year 
has  brought  a  repetition  of  the  idea.  Amick  was  to  speak  f)n  “The  Proven  Benefits  of  Gootl 
Lighting”  at  the  .Arrowhead  Chapter  Sept.  5,  Southern  California  Section  Sept.  6,  San  Diego 
■Sept.  7,  .Mother  Lode  .Sept.  11,  Yosemite  .Sept.  12,  .San  jose  .Sept.  M  and  Golden  Gate  .Sept.  13. 
.\ccompanying  him,  Roy  H.  Kreyser,  regional  vice  president,  installed  the  new  officers  at  each 
of  the  meetings  as  he  Itad  done  in  the  previous  year. 

Practicing  what  it  preaches,  the  Illuminating  Engineering  Society  moved  into  its  new  quat- 
ters  in  the  llnitt“d  Engineering  (Center,  New  York  City,  .Sept.  I,  where  its  quarters  have  had  in¬ 
stalled  liglrting  levels  of  200  f-c  in  working  areas  and  70  f-c  in  others. 

Electrical  Contractors  Division  of  the  Bureau  of  Home  .Appliances,  .San  Diego,  begins  its 
llth  commercial-industrial  lighting  school  for  contrattors,  fixture  manufacturers,  architects 
ami  other  professionally  interested  people  on  Oct.  10  for  a  seven-week  course.  Instructor  is 
Bob  Huff,  commercial  lighting  consultant,  .San  Diego  Cias  &  Electric.  Registration  was  limited 
to  30  persons. 

Electrical  distributors  from  throughout  the  Western  .states  were  holding  their  53rd  annual 
(onvention  in  .San  Francisco  at  Jack  Tar  Hotel  .Sej)t.  17  through  20  as  this  went  to  press.  K. 
P.  Rehwaldt,  N.AED  Western  Region  vice  president,  presided  and  one  of  the  principal  speakers 
was  B.  H.  Boatner,  Westinghouse  Electric  Supply,  N.AED  president.  I  he  theme  was  “The  Elec¬ 
trical  Distributor— .A  Student  of  Business,”  featuring  worksltop  sessions  on  legal  matters,  com¬ 
munications  in  business  and  financial  management. 

Annual  Fall  Gonference  of  .San  Diego  Bureau  of  Home  .Appliances  will  be  as  usual  in  the 
House  of  Hospitality  .Auditorium,  Ballroa  Park,  .Sept.  28.  W’illiam  E.  Quirk,  vice  president 
.mcl  general  manager  of  Pacific  Telephone  Co.’s  .Southern  Counties  area,  will  discuss  and  dem¬ 
onstrate  ‘A’oices  From  Space”  through  use  of  the  “Echo”  satellite.  .Several  prominent  local  busi¬ 
nessmen  will  discuss  the  local  outlcMck  as  it  alfects  Inisiness  in  the  .San  Diego  area  and  the  I%1- 
li2  ollicers  and  directors  will  be  installed. 


From  the  Desk  of  Paul  E.  BrcM»kover,  Piesiclent 
Rcnky  Mountain  Electrical  League 

The  Ros.s  .Adams  (iolf  Tournament  was  held  at  l.akewiMxl  (Country  (dub  on  june  12.  .Ap- 
|)ro\imately  121  entered  the  tournament  with  Jim  Ryall  shooting  a  (il  to  win  the  top  prize.  .A 
\erv  fine  dinner  was  served  at  the  club  alter  the  l*)th  hole  and  29  door  prizes  were  given  away. 

The  annual  R.MEL  NEC.A  piciiic  w.is  held  at  Elitch  (iarclens  on  .Aug.  1.  The  kids  turned 
out  in  great  style  and  ma  and  pa  enjoyed  themselves.  It  looks  like  the  biggest  picnic  ever  held. 

The  frcx’zer  promotion  (Freezer  Frolic)  got  under  way  on  .Vug.  15  to  run  through  Oct.  15. 
There  will  be  participation  by  customers  through  registration,  dealer  participation  and  dealer 
salesmen  participation.  Prizes  will  consist  of  frozen  IckkI. 

The  .58lh  annual  Fall  Convention  was  held  at  Jackson  Lake  Lodge,  Jackv)n,  Wyo.,  .Sept.  10- 
1.3.  When  this  was  written  reservations  were  pouring  in  and  it  was  expected  that  in  excess  ol 
lot)  would  attend  the  convention.  Fred  Nylander,  general  chairman  of  the  convention,  prom¬ 
ised  some  surprises  iti  the  way  of  entertainment  and  Western  hospitality.  We  are  broking  for¬ 
ward  to  our  visit  to  Wyoming. 

W’e  are  pleased  to  welcome  Ed  Hanley  of  E  Iward  Hanley  Is:  Co.  as  a  new  member. 

Mervl  Ment/er  of  the  League  is  back  on  the  job  lull  time  and  we  are  pleased  that  he 
is  progressing  so  well. 
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ALL-LEVROC  COATING  provides  perfect  protection  for  this  25  kva  distance  primary  bushings.  The  cutout,  a  standard  15  kv  100  ampere 

7200-12470  volt  Round-Wound  transformer.  Because  of  previous  flash-  type  LMO,  has  performed  perfectly  in  spite  of  the  almost  unbelievably 

over  problems,  this  transformer  is  provided  with  extra-creepage-  severe  conditions  imposed  by  this  location. 


L"M’s  AihLevroc  Round~Wound  Transformer 


Beats  Battering  Blasts  of  Salt  and  Sand 

Levroc,  L-M's  fusion  bonded  cellulosic  finish  withstands  the  test  of 
sand  and  wind-swept  Pacific  Coast  locations  best.  Winds  at  this  point 
are  exceptionally  strong,  subjecting  the  Round-Wound  transformer 
and  LMO  Fuse  Cutout  to  almost  constant  buffeting  of  sand  and  salt- 
spray.  The  installation  has  been  in  perfect  operation  for  nearly  a 
year.  There  has  been  no  burning  of  crossarm  or  pole.  The  Levroc 
finish  is  still  in  excellent  condition. 

Levroc  is  applied  to  covers  and  tanks  in  our  own  plant  under  care¬ 
fully  controlled  processing.  It  offers  high  dielectric  protection  and  is 
supplied  as  standard  on  all  covers  above  5  kv.  It  is  available  for 
complete  protection  of  the  entire  tank,  at  small  additional  cost. 

Levroc  is  the  ideal  finish  for  all  transformers  but  particularly  at  loca¬ 
tions  where  abrasion,  salt  or  severe  chemical  atmospheres  have  de¬ 
stroyed  conventional  finishes.  Ask  your  L-M  Field  Engineer  for  com¬ 
plete  information,  or  call  any  of  the  L-M  offices  listed  below. 

LINE  MATERIALIhdustries 

McGRAW-EDlSON  COMPANY 


WESTERN  SALES  OFFICES; 


ABOVE  TYPE  LMO,  Line  Materials'  "totally 
tested"  fuse  cutout,  provides  exceptionally  high 
quality,  dependable  service.  Available  in  100 
ampere,  in  7.8,  15,  ond  27  kv  heavy  duty  and  7.8 
and  15  kv  extra  heavy  duty  designs.  Uses  stand¬ 
ard  or  L-M-created  expendable  cap.  Interrupt¬ 
ing  capacities  up  to  20,000  amperes. 


BOISE 


DENVER 

PORTLAND 


PHOENIX  •  SACRAMENTO  •  SEAHLE  •  SPOKANE  •  BUHE  •  LOS  ANGELES 
SALT  LAKE  CITY  •  SAN  FRANCISCO  •  VISALIA  •  ANCHORAGE.  ALASKA 


